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":":      TWO:OF":THE-GATE TOWERS, MADURA TEMPLE

" These towers (gopura) surmount the gateways of the outer and inner
walls; tkey are covered from top to bottom with carved figures of gods and
goddesses" (See /. 95) Five of them are from 150 to 200 feet in height', and
j&ve others are upwards of IOQ feet. In the foreground are ike flat roofs oj
some of the cloistered halls of this great Temple.